TOMORROW'S HOUSES

71. Section of a T.V.A. House ready for shipment from the factory (U.S.A.).   1939.-

structures. Flexibility with this type of structure is restricted to the
ability to add or subtract a complete section.
At the next stage down, whole walls are built up in the factory or cast
in moulds at the site and the house is fitted together from anything from
a dozen to fifty pieces. Again the flexibility of design is limited if mass
production is to be achieved. In practice, systems of th'is type stick to a
few designs on which the changes can be rung. The introduction of a
fresh design means increasing the number of different structural units
and militates against economy.
Finally, we find that the bulk of prefabricated work has, so far, been
built with quite small units, such as could be handled by one or two men,
and averaging about 3 ft. to 4 ft. wide and any height up to three storeys.
With this type of work a much wider variety of treatment is possible.
The standard unit approach with units based on modest sizes is capable
of providing as mudk flexibility as we need and more than we have been
obtaining by traditional methods with brick.